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GENERAL DESCRIPTION 


STANDALONE/DISK.OUMP is a stand-alone utility program designed to 
copy a disk cartridge or pack to another disk cartridge or pack 
of the same or targer capacity. The input disk must be a user 
(type U ocr RR) disk or a system (type S$) disk» and cannot be a 
continuation pack cf a duat system drive configuration or a 
system disk that has not been clear/started. The input disk is 
copied file-by-fite» rather than segment-by-segment» to produce a 
squashed output cisk. Multipack files will be copied only if the 
Input and output disk seriai numbers agree. The output disk type 
will pe made the same as the input disk (system or user). 
Recovery from errors detected during the ccpy process will occur 
whenever possictle. Irrecoverable errors in the disk directory or 
file header witt cause the file not to be copied» but the dump of 
other files will ccntinue. , 


Users can request that the program compare the copied files to 
the original so that ccmparison errors (non-fatal) are noted. 
Fatal errors» e@.ege» pack not ready or a missing system file» are 
dispiayed so that users may correct the error condition. 
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STANDALONE/DISK.OUMP COMPLETE 


After the cump is cempleted message number one will again te 
displayed. A btank entered at this tine will terminate 
STANDALONE /DISK.OUMP. 


Example: 


MSG:  STANDALONE/DISK.DUMP MARK VIIT.O CO7/29/77 13245) 
MSG: ENTER INPUT DRIVE = <DC? OR DP?> 


RSPs DPA 

MSG: DPA I0:sTEST1 SER#3435261 TYPE:S 
MSG: ENTER CGCUTPUT DRIVE = <DC? OR DP?> 
RSP OP8 

MSG: CPB ID:TEST SER#2324556 TYPE:S 


MSG: TO VERIFY - TS COPY OF DPA TG OPB DESIRED? <YES OR NE> 
RSP: YES.- 

MSG: IS DATA CCMPARISON OESIREO? <YES OR NO 

RSP3 YES 

MSG: STANDALCNE/DISK-DOUMP COMPLETE 

MSG5 ENTER INPUT ORIVE = <0C? OR DP?> 

RSP: 


These responses witli copy the disk on DPA to DPB and compare’ the 
data as it dumes. In this case a system disk is being duaped. 
If any errors are detected» action is taken to insure the 
integrity of the proper files so a Cotdstart is not required for 
the output disk. 
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Je <Multifile=id> INVALIC SUS DIRECTORY 
STANDALONE/ODISK .DUMP cannot access any fite with this 
muiticfile-id. 

10. ENTER THE CORRECT <fitename> NAME 
If the user 1s copying a system disk a mandatory fite is 
missing from the directory and the name table. The dump 
wilt not continue unless this file is present. 

li. <File-name> IS A MULTI PACK FILE = CAN NOT COPY 
If a multipack file is found and the seriat numbers of the 
input ane the output disks do not acree» then a copy will 
not be allowec. 

12. <Filername> BAD AREA“ADDRESS <hex address> 
Read data exception errors on a fite that retrying would not 
correct causes this error message. This file its copied as 
best it can»s but the output file should be manuaily 
verified. 

13. DISK NOT REALLY <drive> 

14. OISK NOT PRESENT <drive> 
The drive specified cannot be located. 

15.2 WRITE LOCKOUT <drive> 

16- BAD PACK LABEL - CANNOT USE: <drive> 
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